Approved For^please 200Y|||2f|:g|||3|DP66R0063^0001 001 30002-7 


ill uecsmoer 1962 

C opy / of g 


25X1 


MEMORANDUM FOR: Deputy Director (Research) 
SUBJECT : Status of Cuban Air Defense 


Attached is a weekly summary of the status of the 
Cuban Air Defense System, prepared by OSI. 
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GEORGE C. MILLER 
Assistant Director 
Office of ELINT 
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